
United States Department of State 



Washington, B.C. 20520 



September 3, 1986 



Mr. Michael G. Oliva 

Loomis, Ewert, Bderer, Parsley, 

Davis & Getting 
1200 Bank of Lansing Building 
Lansing, Michigan 48933 

Dear Mr. Oliva: 

Please find enclosed a U.S. Department of State 
permit authorizing Polysar Hydrocarbons, Inc. to 
construct, connect, operate, and maintain four 
pipelines at the international boundary line between 
the United States and Canada. 

If I can be of any further assistance, please do 
not hesitate to call me at (202) 647-9311. 



Pamela D. Rockwell 
Office of the Legal Adviser for 
Economic, Business and Communications Affairs 



Enclosure; As stated. 



Sincerely, 




SEP -4 



PERMIT 



AUTHORIZING POLYSAR HYDROCARBONS, INC. 
TO CONSTRUCT, CONNECT, OPERATE, AND MAINTAIN 
FOUR PIPELINES AT THE 
INTERNATIONAL BOUNDARY LINE BETWEEN THE 
UNITED STATES AND CANADA 



By virtue of the authority vested in me as Under Secretary 
of State for Economic Affairs of the United States {pursuant to 
Executive Order 11423 of August 16, 1968 and Department of 
State Delegation or Authority No. 118-1 of April 11, 1973) and 
subject to the acceptance of the conditions, provisions, and 
requirements hereinafter set forth, permission is hereby 
granted to Polysar Hydrocarbons, Inc, a Michigan corporation 
having its principal office at Akron, Ohio {hereinafter 
referred to as "permittee") to construct, operate, and maintain 
four pipelines on the borders of the United States in St. Clair 
County, Michigan for the transport of natural gas liquids, 
propylene, and ethylene between the United States and Canada 
and to connect those pipelines with like facilities in Canada. 

The term "facilities" as used in this permit means the 
pipelines and any land, structures, installations or equipment 
appurtenant thereto. 

The term "United States facilities" as used in this permit 
means that part of the facilities in the United States. 

As stated in permittee's application of April 25, 1986 for a 
permit pursuant to Executive Order 11423, the United States 
facilities of the pipeline project will consist of the 
following major components: 

1) 16, 897* (5150m) of 8.625" {2.191 mm) OD 1440 PSIG {9330 
Kpa) buried pipe and 2625* (800 m) of 8.625" {219.1 mm) OD 
1440 PSIG {9930 Kpa) above ground pipe with the Consumers 
Power Company Marysville {Michigan) Gas Reforming Plant 
site; 



2) spare river crossings consisting of: 

—one 1500' (457.2 m) segment of 12.75" (323.9 mm) OD 
1440 PSIG (9930 Kpa) pipe; 

—two 1500' (457.2 m) segments of 6.625" (168.33 mm) 
OD 1440 PSIG (9930 Kpa) pipe; and 

— one sectionalized block valve for the 8.625* (219.1 
mm) 00 river crossing. 

The pipeline crossing will be bored under the St. Clair 
River using a special slant drilling rig. Drilling operations 
will be conducted onshore the applicant's property, above the 
Ordinary High Water Mark, located approximately .5 miles 
upstream from Huron Boulevard extended at Marysville, 
Michigan. The excess mud generated during this process will be 
captured in an onshore holding pit and hauled away for upland 
disposal, with no return to any water way or wetland. 



This permit is subject to the following conditions: 

Article 1. It is expressly agreed by the permittee that the 
United states facilities and operations herein described shall 
be subject to all the conditions, provisions, and requirements 
o£ this permit or any amendment thereof, further that this 
permit may be terminated at the will of the Secretary of State 
of the United States or his delegate or may be amended by the 
Secretary of state of the United States or his delegate at will 
or upon proper application therefor, further that the permittee 
shall make no substantial change in the location of the United 
States facilities or in the operation authorized by this permit 
until such changes shall have been approved by the Secretary of 
State of the United States or his delegate. 

Article 2. The construction, connection, operation, and 
maintenance of the facilities shall be in all material respects 
as described in permittee's application of April 25, 1986 for a 
permit pursuant to Executive Order 11423. 

Article 3. The construction, connection, operation, and 
maintenance of the United States facilities shall be subject to 
inspection and approval by the representatives of any Federal 
or State agency concerned, The permittee shall allow duly 
authorised officers and employees of such agencies free and 
unrestricted access to said facilities in the performance of 
their official duties. 



Article 4 . Permittee shall comply with all applicable Federal 
and State laws and regulations regarding the construction, 
operation, and maintenance of the United States facilities. 

Article 5. Upon the termination revocation, or surrender of 
this permit, the United states facilities in the immediate 
vicinity of the international boundary line shall be removed by 
and at the expense of the permittee within such time as the 
Secretary of State of the United States or his delegate may 
specify, and upon failure of the permittee to remove this 
portion of the United States facilities as ordered, the 
Secretary of State of the 0nited States or his delegate may 
direct that possession of such facilities be taken and that 
they be removed at the expense of the permittee; and the 
permittee shall have no claim for damages by reason of such 
possession or removal. 

Article 6, This permit is subject to the limitations, terms, 
and conditions contained in any orders issued by any competent 
agency of the United States Government or of the state of 
Michigan with respect to the United States facilities. This 
permit shall continue in force and effect only so long as the 
permittee shall continue the operations hereby authorized in 
accordance with such limitations, terms, and conditions. 

Article 7. The permittee agrees that when, in the opinion of 
the President of the United states, the national security of 
the United States demands it, due notice being given by the 
Secretary, of the State of the United States or his delegate, 
the United States shall have the right to enter upon and take 
possession of any of the United States facilities or parts 
thereof; to retain possession, management, and control thereof 
for such length of time as may appear to the president to be 
necessary to accomplish said purposes; and thereafter to 
restore possession and control to the permittee. In the event 
that the United States shall exercise such right, it shall pay 
to the permittee just and fair compensation for the use of such 
United States facilities upon the basis of a reasonable profit 
in normal conditions, and the cost of restoring said facilities 
to as good conditions as existed at the time of entering and 
taking over the same, less the reasonable value of any 
improvements that may have been made by the United States. 

Article 8. In the event of transfer of the United States 
facilities or any part thereof, this permit may remain in force 
thereafter if the transferee agrees, and notifies the 
Department of State in writing, that it will comply with all 
the conditions, provisions, and requirements of this permit or 
any amendment thereof. 



Article 9. (1) The permittee shall maintain the United States 
facilities and every part thereof in a condition of good repair 
for their safe operation. 

(2) The permittee shall take reasonable 
precautions to prevent and suppress fires, explosions, or 
leakage and to avert any conditions on the land traversed or 
waters affected by the United States facilities which might 
endanger the safety of these facilities. 

(3) The permittee shall save harmless the United 
States from any claimed or adjudged liability arising out of 
the construction, operation, or maintenance of the f aci li ties . 

Article 10. The permittee shall acquire such right-of-way 
grants, easements, permits, and other authorizations as may 
become necessary and appropriate. 

Article 11. The permittee agrees to file with the appropriate 
agencies of the Government of the United States such statements 
or reports under oath with respect to the United States 
facilities, and/or permittee's activities and operations in 
connection therewith, as are now or as may hereafter be 
required under any laws or regulations of the Govermnment of 
the United States or its agencies. 

• Article 12. The permittee shall send notice to the Department 
of State of the United States at such time as the connection 
authorized by this permit is made at the international boundary 
line between the United States facilities and the facilities 
located in Canada. 

IN WITNESS WHEREOF, I, W. Allen Wallis, Under Secretary Of 
State for Economic Affairs of the^United States, have hereunto 
set my hand this /3 day of £jjU&t*A&~ t 1986, in the City 
of Washington, District of Columbia/f 




